HOTEL DIMELING 

CLEARFIELD, PENNSYLVANIA 
150 Rooms — Baths — Modern — Fireproof 

"The Finest Hotel Between Erie & Harrisburg" 

Owning and Operating Hotel Philips 
Philipsburg, Pa. 
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